In 2014 President Vladimir Vladimirovich Putin Saved this country our country The United 
States of America from total destruction by the World Cabal 


Go to the link to see it all 


Robert G Boensch says: 


QUESTION 

Vladimir Putin war warning post above 

| should have been clearer on this look at the date stamp 

__ Jul 10, 2016 this is Before Trump 

and after the Decommission of their device in 2014 

This device Would have been called an industrial accident 

But was set up to be at least a thousand times more deadly to 
this country than the false flag event of 2001-09-11 

This is why I just had to take it out first it did not matter who was 
behind it 

When I review everything that’s new to me I have my frame of 
references to draw on 

but must remember there is only one degree that separates the 
out come of a False Flag Event 

Space and Time some times defines the order actions must be 
taken 


Today The Who is behind everything is a Giving 


The cabal Made a big mistake going after me when | was very 
very young 

God gave me the power to see - act and be patience 

the Hardest part is not having a steady job 

the most rewarding is to be free and can answer His call ona 
moment notice 

It been a long journey to get to this day | truly know | will see 
Gods glory shine 

the question is how many others will see this 

Remember what | said in a post 

That when the few people that get to heaven the first thing they 
will ask is where is everybody 

| know in my heart my God will send me where | will be needed 
This is OK with me it’s been a great pleasure to be his servant 
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